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CIRCULAR LETTER NO. 9 
PATIENTS' PROSTHETIC saPPLI.ANCES 


1. It has been brought to the attention of the Theater Surgeon 
by the Surgeon General that there are being returned to the United States 
from overseas theaters patients whose artificial dentures have been lost 
during evacuation through various medical installations. 


2. Statements from these patients indicate that in numerous 
instances dentures were removed priser to operative surgery, and were not 
returned previous to evacuation. 


3, as the replacement of these lost prosthetic appliances constitutes 
an unnecessary load upon the Dental Service, it is suggested that a check 
system be instituted in all medical installations whereby the return of 
dental prosthetic appliances to patients is assured priar to evacustion. 


, ae Ae 3 

AP Kak, ge i 
@UY B. DENIT 

Brigadier General, United States Army 
Theater Surgeon 


DISTRIBUTION: 


B ( MD) 


ARMY \. 
MAES =DICAL \ 


APR 30 1945 j 


re 


LISRARY / 
ny iat 


x Wolmats Se hae ‘ 72 hs ‘ Pao athe aye an 
Be eer ox nie iat RAE oy iad prairie aati eae a eeelicpere yokep ot py te 
oe Se me " sob yp gS RR Se eee Tis ee Rene hee rae ) Baer <P eal aah Fev ohare era Were tred) Ge 


